PAGE 


91 


)1 


General 


CONTENTS iii. 
PAGE 
By Ceci T. Groves, M.A. 
LONGINUS ‘ ‘ ‘ ‘ 217 
By Freperick C. GILu 
By J. Scorr Lincett, C.H., M.A., D.D. 
JOHN WESLEY AS A BOOKMAN ‘ 204 
By Greorce Jackson, B.A., D.D. 
DR. KLAUSNER’S ESTIMATE OF JESUS . ‘ ; . 306 
By C. J. Capovux, M.A., D.D. 
SHAKESPEARE’S BRUTUS: A CHARACTER STUDY . . 822 
By Ernest B. Storr 
BRITISH TRAVELLERS ON AMERICAN MANNERS . . 33l 
By Montacu Frank Mopper, M.A., Px.D. 
THE BEGINNINGS OF CHRISTIANITY IN IRELAND . 845 
By W. G. Hanson 
A MEDIEVAL CHURCHMAN AND WORLD UNITY . . 354 


By Dovetas W. Lows, D.D. 
JUDAISM AND GENTILE CHRISTIANITY IN THE THIRD 


CENTURY . 363 
By A. MARMORSTEIN, MA. 
PRESIDENT JAMES MONROE AND HIS DOCTRINE . . 372 
By J. A. Lovat-Fraser, M.P. 
WILLIAM BLAKE (Sonnet) . . 433 
CURRENTS OF OLD TESTAMENT STUDY ; , . 434 
By W. L. Warptez, M.A., D.D. 
A METHODIST MARK RUTHERFORD . 441 


By A. W. Harrison, M.C., B.A., B.Sc., D.D. 


THE MORAL AND SPIRITUAL IDEALS OF ADOLESCENCE . 452 
By D. BELpEN, D.D. 


JOHN GALSWORTHY . . 460 
By W. Barpstey Brasu, M.A., B. D., B. 

THE MAN OF NAZARETH . ‘ . 472 
By H. Hortsy, M.A. B.D. 

By F. R. Lewis, A.C.I.S. 

METHODS OF ARTIST PREACHERS . ‘ ; ; . 488 


By Carter, M.Sc. 


17 
28 
41 
53 
63 | 
74 | 
82 
145 
156 
165 
78 
84 
_| 


iv. CONTENTS 


PACIFISM 
By Percy S. CarpEN 


A BOOK OF DIVINE WORSHIP 
By B. Aquita BARBER 


NOTES AND DISCUSSIONS— 


Immanence and Transcendence (C. P. Groves, B.A., B.D.)—The 
Religious Beliefs of Professor A. C. McGiffert (Vincent Taylor, 
D.D., Ph.D.)\—The Holiness of Jesus (R. Newton Flew, M.A., 
D.D. }-! God and the Astronomers’ (A Layman)—Recent Foreign 
Contributions to New Testament Study (Wilbert F. Howard, M.A., 
D.D.)—‘ Force’ (John E. Storey, M.A.) . 


The Late Professor George Milligan (W. F. D.D.)— 
The Problem of the Good (W. F. Lofthouse, M.A., D.D.)— 
Guidance and the Idea of God (Frederic Greeves, B.A. )—Ways 
of the Spirit (J. C. Mantripp)—The First Jewish-Christian Sym- 
posium (George H. Parbrook)—The Reality of Selfhood (L. Temple 
Jarvis, M.A., B.Sc. )}—Theopathy and the Real Presence (Alexander 
Dimond)—Walter Hilton’s ‘Scale of Perfection’ 
Coleman) 


Some Catholic Apologias Ww. F. M. D. D. \—"The 
Unfinished Universe’ (R. Newton Flew, M.A., D.D. )}—The New 
Tischendorf, The Newly-Discovered Fragment "of Tatian (Wilbert 
F. Howard, M.A., D.D.)—Humanist and Christian: Must They 
Always Quarrel? (Roger B. Lloyd, M.A.)—A New Critical Approach 
to the Gospels (Henry Bett, M.A., Litt.D.)—Bergson’s Philosophy 
of Religion (Atkinson Lee, M.A. }—Reunion from the Methodist 
Point of View (N. M. Cuthbert) . 382-404 


The Lecture (C. Ryder Smith, M ‘DD. \—The 
Beckly Lecture (EZ. S. Waterhouse, M.A., D.D.)--The Colour 
Clash in South Africa (Allen Lea)}—‘The Background of the 
Epistles’ (J. Alexander Findlay, M.A., D.D.)—New Light on the 
Brontés ((I) HE. E. Kellett, M.A. (II) W. Bardsley Brash, M.A., 
B.D., B.Lit.)}—Maimonides: The Eighth Centenary of a Famous Jew 
(W. W. Simpson, M.A.)—‘Reality and Illusion’ (Atkinson Lee, 
M.A.)—‘What I Believe’ (J. G. Bowran)—Lord ee 
(Wilfrid L. B.D. the Universe W. 
Bevan) . - 508-533 


RECENT LITERATURE— 


THEOLOGY AND APOLOGETICS + . ‘ . 106, 246, 405, 534 
History, BroGRapHy, TRAVEL . 120, 260, 414, 542 


OBITER DICTA . ; , . The Editor 135, 275, 423, 557 


PERIODICAL LITERATURE— 
BritTIsH ‘ ‘ . 141, 285, 430, 567 
AMERICAN . . 143, 287, 432, 571 


MADE AND PRINTED IN GREAT BRITAIN BY PURNELL AND SONS, LTD. 
PAULTON (SOMERSET) AND LONDON 


PAGE 


| 


